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nationalgrid 


HERE WITH YOU. HERE FOR YOU. 


We’re upgrading the natural 
gas main on your street. 


August 7, 2017 

re: work order # 787983 

HARVARD TRUST CO OR CURRENT OCCUPANT 
655 MASSACHUSETTS AVE N/A 
ARLINGTON MA 02476-5004 


REVISED NOTICE: National Grid will be repairing the gas main using trenchless 
technology. There will be no excavating on Mass. Ave. or side streets, except for 4 test 
pits. The work will have less impact than previously reported. 


Dear Resident/Business Owner, 


Energy plays a critical role in our day-to-day lives and ensures the well-being of our community. That’s why we are 
investing in infrastructure upgrades that will help us to provide safe and reliable natural gas to our customers for years 
to come. 


We will be working in your neighborhood. 

National Grid and Feeney Brothers will be repairing our natural gas infrastructure in the area of 650 to 950 

Massachusetts AVE.; 1 to 15 Court ST.; 1 to 15 Jason ST.; 1 to 15 Mill ST.; 1 to 15 Ramsdell CT.; 1 to 15 
Churchill AVE.; 1 to 15 Lockeland AVE.; 1 to 15 Schouler CT., Arlington, MA. 

Date: On or about August 7, 2017 

Completion time: Approximately November 15, 2017 

Construction days and hours: 7:45 P.M. - 6:15 A.M. Sunday thru Thursday 

Please note that this work will take place at Night: 

What you can expect during construction. 

Typical natural gas main replacement and service construction includes: 

• Marking out underground utilities within the project scope area (e.g., water, sewer, gas, electric, etc) 

• Temporary or permanent restoration of disturbed areas in accordance with the town ordinance 

• Every effort will be made to keep overnight noise levels at a minimum. 

We’re here for you if you have any questions about the project. Please call us at 781-907-3804. Thank you in 
advance for your cooperation. 

Sincerely, 

Thomas Finneral 

Acting Director of Construction NE 
National Grid 






